Subject: 


FW: REMINDER: Facilities Meeting 


Location: 

Start: 

End: 

Show Time As: 


SLI - Room 123 

3/5/2010 11:00 AM 
3/5/2010 12:00 PM 
Tentative 


Recurrence: (none) 

Recurrence Pattern: the second Wednesday of every 1 month from 10:00 AM to 11:00 AM 


Meeting Status: Not yet responded 


Organizer: Dooley, Jacqueline (DPH) 

Required Attendees: Han, Linda (DPH); Nassif, Julianne (DPH) 

Resources: SLI-Room 123 

When: Friday, March 05, 2010 11:00 AM-12:00 PM (GMT-05:00) Eastern Time (US & Canada). 
Where: SLI - Room 123 


From: Dooley, Jacqueline (DPH) 

Sent: Friday, March 05, 2010 10:03 AM 

To: Dooley, Jacqueline (DPH); Aspeslagh, Bruce (SRC); Borne, Alan (DPH); Brian Abbott; Caloggero, 
Dina (DPH); Calvagna, Patricia (DPH); Chen, Karen (DPH); Connolly, Grace (DPH); DPH-CDC-CMiller; 
Dunn, Ceci (DPH); Elvin, Paul (DPH); Erskine, Warren (DPH); Gauthier, Cheryl (DPH); Han, Linda (DPH); 
Hennigan, Scott (DPH); Lawler, Michael (DPH); Miller, Charles (DPH); Nassif, Julianne (DPH); 
DPH-CDC-JNickerson; Patti Lautner; Peppe, Joseph (DPH); Roger Eaton; Smole, Sandra (DPH); Susan 
Godwin; Swanson, Tanya (DPH); Szymczak, Elizabeth (DPH) 

Subject: Updated: REMINDER: Facilities Meeting 

When: Friday, March 05, 2010 11:00 AM-12:00 PM (GMT-05:00) Eastern Time (US & Canada). 

Where: SLI - Room 123 
Importance: High 

When: Friday, March 05, 2010 11:00 AM-12:00 PM (GMT-05:00) Eastern Time (US & Canada). 

Where: SLI - Room 123 


Folk OIG PRR 000616 



We will be discussing a power shut down to reinstall the defective breaker, we would like to schedule the 
hour shut down (weather permitting) March 20th 7 am power to be back on by 8 am. 
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